“Buckeye” Folding Saw Vise 

The J. D. Foote Foundry Co., Frederick- 
town, Ohio, are manufacturers of the “Buck¬ 
eye” Saw Vise, illustrated. It is made of mal- 



light. It folds compactly and occupies but 
little room in a tool box. It can be attached 
or detached without screwing or clamping. 
' The jaws are 14 inches long, open and close 



Folding Saw Vise, Closed 


instantly, being separated by a lever which 
holds the saw tight to prevent any slipping or 
chattering. The retail price affords more 
than the usual profit to the dealer. 
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Buckeye 
Folding 
Saw Vise 


Can be attached or 
detached without screw¬ 
ing or clamping. It fits 
down close to bench and 
there is no vibration and 
little noise when filing. 
Folds up very close and 
compact. 


Made of 

Malleable 

Iron 

It is the kind me¬ 
chanics call for. 
14 inch jaws. 

MANUFACTURED BY 

J. B. Foote Foundry Co. 

Dept. 61. Frederkttow*. 0. 



Write for Prices 








